Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 02708 080624Z 

10 

ACTION EUR- 1 2 

INFO OCT-OI EB-07 ISO-00 /020 W 

106573 

R080610Z APR76 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 3113 
INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 2708 

E.O. 11652: N/A 
TAGS: BEXP, TU 

SUBJ: PRODUCT OPPORTUNITY-ELECTRICAL SUBSTATIONS AND TRANSMISSION 
LINES. 

REE: STATE 74228 (NOTAL) 

1. WORLD BANK LOAN AGREEMENT SINGED END OF 1975 FOR $56 MILLION 
FOR ELECTRICAL SUBSTATIONS AND TRANSMISSION LINES NEEDS OF 
TURKISH ELECTRICITY AUTHORITY (TEK). SUB-PROJECTS ARE AS FOLLOWS: 

A. POWER SUBSTATIONS 

380 KV POWER TRANSFORMERS. APPROXIMATE VALUE: $15 MILLION. 

TENDERS WILL BE INVITED MAY 1976. 

380 KV CIRCUIT-BREAKERS. APPROXIMATE VALUE: $6 MILLION. 

TENDERS WILL BE INVITED JUNE 1976 

PROTECTIVE RELAYS. APPROXIMATE VALUE: $3 MILLION. 

TENDERS WILL BE INVITED AUGUST 1976. 

380 KV SHUNT REACTORS. APPROXIMATE VALUE: $5 MILLION. 

TENDERS WILL BE INVITED SEPTEMBER-OCTOBER 1976. 

380 KV SERIAL COMPENSATION EQUIPMENT. APPROXIMATE VALUE $6 MILLION 
TENDERS WILL BE INVITED EARLY 1977. 

B. TRANSMISSION LINES 
UNCLASSIFIED 
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380 KV POWER LINE PROJECT EOR 'SECOND BOSPHORUS CROSSING'. 

1750 METERS. DOCUMENT PREPARATION EOR PREQUALIEICATION APPLI- 
CATIONS REGARDING CONSULTING AND ENGINEERING SERVICES COVERING 
REVISION OE TEK SURVEY, EINAL PROJECT DESIGN AND SUPERVISION IS 
IN PROGRESS EOR SUBMISSION TO WORLD BANK. CALL FPR PREQUALI- 
EICATION APPLICATIONS WILL BE MADE LATE SUMMER 1976. PROJECT 
INCLUDES EOUR STEEL TOWERS, CONDUCTORS, INSULATORS AND OTHER 
RELATED MATERIALS. APPROXIMATE VALUE: $10 MILLION. 

C. HARDWARE EOR 380 KV TRANSMISSION LINES NETWORK. APPROXIMATE 
VALUE $6 MILLION. TENDERS WILL BE INVITED JULY 1976. 

D. TRAINING PROJECT EOR TEK TECHNICIANS ON DESIGN AND OPERATION 
OE TRANSMISSION LINES SYSTEM. APPROXIMATE VALUE : $2.5 MILLION. 

TO BE INITIATED IN 1977. 

2. IT IS UNDERSTOOD THAT THIS IBRA TRANSMISSION PROJECT LOAN WILL 
BECOME EFEECTIVE ONLY AFTER THE IBRD AESIN ELBISTAN LOAN I023-TU 
(WHICH IS CONDITIONED ON TURKEY'S MAKING CERTAIN POWER RATE 
CHANGES) BECOMES OPERATIVE. HOWEVER, TEK PLANS TO PROCEED WITH 
THE INTERNATIONAL TENDERING EORMALITIES IN ANTICIPATION OF FUNDS BEIN 
G 

MADE AVAILABLE. 

MACOMBER 


UNCLASSIEIED 
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